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a To SUBSTITUTE MOTOR GENERATOR REQUESTED, REQUIRE. FOLLOWING 
INFORMATION: ae thes ee ee ae 
ors TYPE GENERATOR (MG NAME AND MDL) 
BL INTENDED USE (I.E., SHIP, LAND, ETC.) 
C. TYPE OF CONTROL REQUIRED 
D. LIST OF SPARE PARTS AND AMOUNTS. 
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